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UNCLASSIFIED 

PAGE 01 STATE 177471 
ORIGIN EPAE-00 

INFO OCT-01 EUR- 1 2 ISO-OO OES-09 /022 R 

DRAFTED BY EPA/A- 106: DHSTROTHER: KCG 
APPROVED BY OES/ENP/EN:WLONG 
EUR/WE:BMCKINLEY 
EPA/A- 1 06:TJLEPINE 

024091 141805Z/46 

R 132207Z JUL 78 
FM SECSTATE WASHDC 
TO AMEMBASSY ROME 

UNCLAS STATE 177471 

E.O. 11652: N/A 


Message Text 


TAGS: SENV, IT 

SUBJECT :MUNICIPAL SOLID WASTE INCINERATION 
REF: ROME 4786 

1 . IN RESPONSE TO REFTEL EPA HAS FORWARDED BY AIR POUCH 
THE FOLLOWING: DECISION-MAKERS GUIDE IN SOLID WASTE 
MANAGEMENT, TITLE 40 SUBPART E SEC. 60.50-60.54 OF THE 
CODE OF FEDERAL REGULATIONS, GUIDELINES FOR THE THERMAL 
PROCESSING AND LAND DISPOSAL OF SOLID WASTE, GASEOUS 
EMISSIONS FROM MUNICIPAL INCINERATORS. AND INCINERATION 
IN HAZARDOUS WASTE MANAGEMENT. 


2. FIRST, THIRD, AND FIFTH DOCUMENTS REQUESTED REFTEL 
PARA 2. CANNOT BE IDENTIFIED FROM TITLES AND NUMBERS 
PROVIDED. 


3. ALSO FORWARDED IS COPY OF "AVAILABLE INFORMATION 
MATERIALS" LISTING SOLID WASTE MANAGEMENT PUBLICATIONS 
FROM JANUARY 1966 TO OCTOBER 1977. EPA AND NTIS ORDER 
UNCLASSIFIED 


UNCLASSIFIED 


PAGE 02 STATE 177471 


FORMS ARE AT BACK OF PUBLICATION. CHRISTOPHER 


UNCLASSIFIED 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 jan 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: WASTE DISPOSAL, SEWAGE SYSTEM 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 13 jul 1978 

Decaption Date: 01 jan 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 jan 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1978STATE1 77471 

Document Source: CORE 

Document Unique ID: 00 

Drafter: 106:DHSTROTHER:KCG 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D780289-0485 
Format: TEL 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1978/newtext/t19780762/aaaacaln.tel 

Line Count: 56 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 

Message ID: 5f3ada75-c288-dd11-92da-001cc4696bcc 

Office: ORIGIN EPAE 

Original Classification: UNCLASSIFIED 

Original Handling Restrictions: n/a 

Original Previous Classification: n/a 

Original Previous Handling Restrictions: n/a 

Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 78 ROME 4786 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 29 mar 2005 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: N/A 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 2015521 
Secure: OPEN 
Status: NATIVE 

Subject: MUNICIPAL SOLID WASTE INCINERATION 
TAGS: SENV, IT, US 
To: ROME 
Type: TE 

vdkvgwkey : odbc://SAS/SAS.dbo.SAS_Docs/5f3ada75-c288-dd1 1 -92da-001 cc4696bcc 
Review Markings: 
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